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Health Bulletin — Update 


13-06-2020 , Time: 09:00 PM 


e Total number of COVID-19 Positive Cases : 1785 
e Death: 02 (Total Deaths : 23) 


* Total discharge : 1077 (discharged after day bulletin-54 ) 


(Tehri:44, Champawat:06, US Nager:02, Dehradun:02) 


e Total number of COVID-19 additional Positive cases detected after release of Health 
Bulletin (13.06.2020, 2:30 PM) : 26 ( Twenty-six) 








District wise Distribution of COVID-19 Positive Cases 


Total Number 
of Positive Travel History 
cases 


Aehradun 05 01- Guru gram 
(Private lab - 02) 04- Travel history NA 
01- Travel history NA (expired) 
Tehri Garhwal 01- Mumbai 


01- Delhi (brought dead) 
03- Delhi 
Baud Garhwal 01- Maharashtra 
01- Guru gram 
01- primary contact of a person having travel history from Faridabad. 
02- Travel history NA 





e A82year/M COVID-19 positive patient expired in U.S.Nagar district. The actual cause of death 
is awaited. 

e A 46 year/M was found dead during screening at Kotdwar check-post, sample was taken and 
detected positive for COVID-19. 


